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4. PERMANENT COMMO INSTALLATION ATL JIS ACCEPTABLE. 

2, NOT QUITE CLEAR FROMAEF WHETHER LOCK COMBINATION WILL BE 
DIVULGED YO BASE COMMANDER. IN ANY EVENT HE MAY NOT ALWAYS BE 
AVAILABLE IN EMERGENCY AND]HEREFORE ASSUME YOU ARE PREPARED 10 
ACCEPT LOSS OF THIS EQUIPMENT IN EVENT OF FIRE OR SIMILAR 
CATASTROPHE . 
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